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3.126 

FACILITIES. INDOOR. 

(c) lighting, indoor housmg facilities shalU have ample lighlir>g, t?y natural or artiiidal means, or bolh, of good qualil^;, 
dialriTutiofi, and duration as appropriate tor the fpeqies involved, suoti Ughtiog shall ha uniformly dialriputecl and o1 
spfficlenl Irttonsity io parmll roullno inspoctlon and daanmg. lighting o1 primary ancloaurss shall ha dasignad to 
proted the animals from excessive illumination. 

The illghtlrig In the off eAhibll quarters housliog the young carcal, bobcal, red fox^ and ilger needs to be Increased and 
set To a time regime that provides a lighting enposure more closely approaching natural outdoof light cycles. 

There needs 1o be routine checks in place that assures Ihese animals have nalural or artifical lighling giving them a 
mofo rkormp.l diumgl cycle and lo provide lighting tor intspecticns cl the facility. 

Correct by: February, t£, 20'i 4 


Prepared By: 
Title; 

Received By: 
Title; 


TOM LECROY, A.C.I. 


TOM R LECHO V, A.C. I . U&DA , APH IS. Animal Care 

ANIMAL CARE INSPECTOR Inspector 5029 


(b)(e), (b)(7)(c) 


Papa 1 cT 1 


Date; 

Feb- 11-2014 


Date; 

Feb- 11-2014 


Insp e Ction Rep olt EKplaliitioli: http : / /vnirw. iphis .us da. gov/ sOiimsLvrelf afe / dovmlo ads /IR_E>5)lali3ttioli.p df 






